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£ Weyerhaeuser 4-Square Farm Designs are especially developed (1) to 
meet today's farming needs; (2) for proper and profitable housing of livestock; (3) to 
provide structural stability and exceptional durability; and (4) to take 

maximum advantage of the fact that lumber produced in Weyerhaeuser 
sawmills is manufactured in uniform lengths and sizes, with ends and edges already 
squared, which eliminates needless sawing, fitting, and material waste. In 
planning any new farm building, you'll find a Weyerhaeuser 4-Square Farm Design 
gives you unmatched advantages in design, durability, adaptability, 
economy and simplicity of construction — as well as in appearance. 



and Equipment 



THESE TAILOR-MADE DESIGNS MEET 
THE NEEDS OF TODAY— AND TOMORROW! 



B oth the portable and colony type hog houses 
included in this book have been engineered for 
tight, weatherproof construction to assure the 
warmth, dryness, sunlight, and ventilation baby 
pigs require. In the larger houses, interior space 
is held down to preserve animal heat without 
sacrificing head room or floor area. There is am- 
ple light, yet windows are kept to a minimum 
to reduce heat loss. All the houses are designed 
to fit in well with existing farm buildings and to 
give the same advantages in durability and easy 
maintenance common to all lumber buildings 
on the farm. 

The portable houses, designed for use with 
the popular Clean Range Sanitary System, 
include sectional floor panels that can be removed 
and cleaned easily. There are many instances 
where soil drainage and ground conditions make 
this added feature desirable. If you choose a 
colony house, you should include a tightly fenced, 
easily cleaned concrete feeding and exercise plat- 
form. With the colony house, the sow and her 
litter can be moved to clean pasture if you pro- 
vide range shelters. Or you can remove the sows 
at weaning time and confine the pigs to the house. 

You'll find Weyerhaeuser-designed Hog Houses 
and equipment items ease chores and save time, 
whether hogs are a sideline or major part of 
your farm operation. 



W Plans, specifications, and material lists 
for these and many other farm buildings 
available at your lumber dealer . . . 
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Weyerhaeuser 

4 SQUARE 

LUMBER DEALER 

For Plans and Material Lists 

Your local Weyerhaeuser 4-Square Lumber 
Dealer will be glad to go over blueprints and 
material lists with you, answer any questions you 
may have, and help you plan a building program 
that will fit in with your farm operation. 




A-Type 1-Pen 
HOG HOUSE 



Sire: 7' x 7' 
Height: 6'-3" 

Designed for low cost, light weight, and ease of 
entry, this individual A-type hog house mounted on 
skids has many desirable features, Sidewall door is 
Dutch type, running from ridge to floor. Hinged pig 
door at front. Shielded air vents provide ventilation 
without draft . . . make it safe to close the house 
during cold or wet weather. Small windows at each 
end. Sloping walls form a safe place for little pigs. In 
cold weather, A- type houses are placed close together 
and straw packed between them. 



NO. 1303-d 




U. M. U. Two Section 
HOG HOUSE 

NO. 1303-D NO. 1303-F 



4-Peit 

Size: 18'-!0"x 16' 
Height: 8' 



6-Pen 

Size: T8'-10" x 20' 
Height: 8' 



These sturdy 4- and 6-pen hog houses are formed 
by placing two sections together. Both sections are 
portable, mounted on skids, and will pass through a 
10' gate. Pens are at least 6' x 8'. Floors are optional. 
The building is of standard frame construction and 
sturdily braced to withstand moving. Eight foot height 
at ridge gives ample head room. Cello-glass windows 
are located at each end of each section and pig doors 
open below the windows. Entrance door opens to a 
2 '-10" alleyway and there is space over pens for storage. 




NO. 1308-d-l 



GROWING AND FINISHING 

HOUSE 

NO. 1376 

Size: 18x64' 



*Tapered timber design provides for fast, easy 
construction and long life. Smooth interiors permit easy 
cleaning, assure good sanitation, and prevention of injury 
to animals. Open front saves cost, wide roof overhang 
gives extra shade. Removable hinged front gates, swing- 
up center post gives clear, open area for tractor cleaning. 
Vent doors along entire length of rear wall give added 
summer ventilation. Sloped concrete floor is adaptable 
to liquid manure system. 



*Where tapered timbers are not available, 
timbers or poles may be substituted. " 
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Arched Roof 4-Pen 
HOG HOUSE 



NO. T308-D-1 

(with floor) 



NO. 1308-D-2 

{without floor) 



These are popular designs because they shelter 
four sows in one building. There is a man-sized Dutch 
door, at each end of the building and each pen has 
its pig door. A large 4-light window at each end, tip-in 
type, provides light and ventilation. Other ventilation 
can be added if desired. Houses are mounted on skids 
and partitions and pig rails are removable. 
This arched roof house gives a sturdy, wind -resistant 
structure, that is light in weight and easy to haul yet 
exceedingly rigid. 



HOG HOUSE 

NO. 131 1-B 



2 -Pen 

Size: 8' x 13'-9" 
Height: 8' 



NO. 131 1-C 

3-Pen 

Size: 8' x 19'-9" 
Height: 8' 



These portable houses combine convenience and 
economy with rigid, durable construction. The use of 
standard lengths and sizes of ready-to-use lumber 
eliminates needless sawing, fitting and material waste. 
The front height gives plenty of head room ... 3 foot 
back wall reduces space to be heated. Tip-in windows 
are provided and floor panels and pen partitions are 
removable. Skids have replaceable wearing shoes. Pig 
guard rails are specified. 
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Gambrel Roof 4-Pen 
HOG HOUSE 

NO. 1312-D 

Size: 12' x 16' 
Height: 9'-6" 

This building provides space for taking care of 
4 sows in pens 6' x 8' in size. Each pen has a pig door 
and a man-size Dutch door is located at each end of 
building. Two large 4-light windows are tip-in type. 
House is mounted on skids and partitions and pig 
rails are removable. Gambrel roof design harmonizes 
with other farm buildings. Engineers have used glued 
gusset plates in construction to give extra rigidity. 
Frames are made first and reinforced with the gusset 
plates which makes them rigidly braced structural 
units. This building can serve many uses. 



NO. 1312-d 




Modified Gable 
HOG HOUSE 

NO. 131 3- A 1-Pen 
NO. 1313-B 2-Pen 
NO. 1313-C 3-Pen 



U This hog house is quickly identified by the off- 
center ridge of the roof construction. Reduced inside 
space conserves animal heat and makes for warm, 
comfortable quarters. Hog door is located to give full, 
usable nesting room. Rear walls hinge to provide 
shade. Mounted on skids, these houses are strongly 
constructed and rigidly braced to withstand frequent 
moving. 



NO. 1313-c 




Modified A-Type 
HOG HOUSE 



NO. 131 4- A 



NO. 1314-B 



l-Pen 

Size: 7' x 7' 
Height: 5' 



2-Pen 

Size: 7' x 14' 
Height: 5' 



Here's an individual skid mounted hog house that 
gives complete protection during early farrowing, and 
stays cool in summer. There is a hinged door in the 
roof, a pig door in one end, and the entire side wall 
is hinged to provide shade. Sloping walls give maxi- 
mum protection to baby pigs. The roof of this modified 
A-type house is low, reducing the space to be heated. 
Ventilation is obtained by shielded air vents in gable. 



NO. 1314-b 





12 STALL FARROWING 
AND NURSERY UNIT 

NO. 1375 

Size: 28 x78' 



Designed to capture solar heat, this type of construction 
will reduce heating costs, keep litter dry, and add to all 
around comfort. There is ample feed storage, 336 sq. ft. 
of sow feeding area, large service area, disinfectant tank, 
centrally located feed alley, and four gutters that feed 
into a central drain. Nursery and farrowing areas have 
separate, supplementary radiant heat in floor, and 
separate ventilation. Building is fully insulated for 
efficient temperature control. Interior is plywood for easy 
cleaning. Alternate plan is also available for conventional 
type building. 



RIGID FRAME 
COLONY HOG HOUSE 
NO. 1371 

Size: 22' x 36' 
Height: 9' 

Specially designed for the centralized handling of a 
large number of brood sows, this structure contains 
eleven 6' x 8' pens, a 5' x 8' feed room and a 4' alleyway 
running the length of the building. Dutch doors at 
each end open onto the alleyway. Light is provided 
by roof windows, and ventilation by 12" galvanized 
iron ventilators. Removable pig guard rails and parti- 
tions. Entire area is post-free permitting a variety of 
interior arrangements. When partitions are removed, 
it makes an ideal feeding and loafing room. 
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STORAGE LOFT 
COLONY HOG HOUSE 
NO. 1372 
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Size: 22' x 32' 
Extensible in 15'-6' 



units 



This colony hog house with storage loft is designed to 
save chore time and provide sanitary shelter for your 
hogs. There are eight windows in each side wall and 
entry is through batten- type Dutch door. Mow door 
is located at gable -end. Pens are 7 '-9" x 7 '-6", equipped 
with pig rails and wood feeding trough. Pen parti- 
tions are removable and each pen has door opening 
onto yard. Six foot alley provides ample work space. 
Handy ladder leads to storage loft which has a capacity 
of 400 lbs. of baled straw per linear foot. For sanitation 
and easy feed, yard should be slabbed with concrete 
and fenced. 



• 




FARROWING 
GROWING HOUSE 
NO. 1373 

Sire: 30' x 75' 




Hog breeders who practice early weaning will find this house 
an excellent unit. It consists of two pens that hold sows due 
to farrow; ten farrowing stalls where newly-born pigs live for 
two weeks, and five growing pens, each holding two litters until 
the pigs weigh 45 to 50 lbs. Fully insulated, the house has 
mechanical ventilation controlled by thermostat. Auxiliary heat 
for the baby pigs is provided by heat lamps. The centrally 
located feed room can be used to install a furnace if desired. 
With year-round farrowing this building can produce up to 
1000 fifty pound pigs per year. 





PIG SHELTER 
NO. 1374 

Size: 20' x 30' 



This up-to-date design for housing pigs is efficient and practical 
in producing pork cheaper and easier. Useful all year, the shelter 
is easy and economical to erect. It makes sanitation easier and 
permits cooling of the pigs to increase the rate of gain. The 
concrete floor and spray eliminate the hog wallow and aid in 
making better feed conversion especially where heat is a factor. 
Side walls can be opened or shut for ventilation or protection 
from the weather. The shelter can be increased in units of 10 
feet. Self feeding equipment for this post-free shelter can be 
made from other plans available from your Weyerhaeuser dealer. 



EQUIPMENT ITEMS 



S-1301B 

PLATFORM 



HOG FEEDER 



A sturdy, portable feeder with a capacity of 100 bushels shelled 
corn. Will take care of 50-60 100-lb. hogs. Has feeding trough, 
covered and partitioned hopper. Tight platform prevents feed 
waste. Feeding platform 10' x 16'; hopper height 4'. 





S-1306 

30 BUSHEL OPEN TROUGH HOG FEEDER 

This feeder has three bins which are wide at the bottom to 
prevent clogging. Trough divider boards keep hogs from rooting 
feed out of trough. Overhanging roof protects trough. Feeds 
60 to 70 100-lb. hogs. 



30 BUSHEL CLOSED TROUGH HOG FEEDER 



S-1307 



An excellent closed type 
unit that feeds 40 to 50 
100-lb. hogs. Twelve trough 
doors, 12" x 16". Hinges of 
l A ff rod prevents sticking. 
Feeder is 4' x 6' with a 
height of 4'. Hopper has 
bottom width of 2' -4", top 
width of V-SV2 ". 





$-1312 

100 BUSHEL CLOSED TROUGH HOG FEEDER 



Trough doors swing freely, 
dropping back into closed 
position the moment the 
hog leaves the trough, thus 
avoiding feed spoilage. 16 
trough doors. Feeds 60-70 
hogs. Size: 5' x 8'. 




S-1308 

100 BUSHEL GABLE ROOF HOG FEEDER 

Designed for shelled corn or ground feed with a 100-bu. cap; 
ity. Feeds about 44 1004b. shoats. Covered feeding space- 
protects feed and swine and spacers in trough prevent rooting 
out and feed waste. Roof doors make filling easy. Size 10' x 10' 



200 BUSHEL ARCHED ROOF HOG FEEDER 

Designed for feeding shelled corn or ground feed, this unit is 
equipped with manually adjustable gates that regulate the 
flow of feed. Glued-laminated arches provide great strength yet 
make this a lightweight portable feeder. 



S-1314 
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S-1313 

HOG RANGE SHELTER 

This shelter with wide roof overhang will provide shade for an 
area 10' x 20', or 200 square feet. It is skid-mounted for easy 
tractor- towing so that it can be moved to clean ground and thus 
insure sanitary shelter. Size: 8' x 18'. 






$-1315 

FARROWING CRATE 

This is a design being used by many producers to protect baby 
pigs. The pig creep prevents crushing of baby pigs and lets 
them nurse from either side. Heat lamps may be hung 12" 
above the floor over the creep area. Size: 8' x 8'. Can be built in 



EQUIPMENT ITEMS 




S-1318 

SORTING GATE 

This ingenious gate can be set 
into either temporary or per- 
manent fencing and sorts hogs 
quickly and easily. Three-sided 
arrangement permits gate to 
be operated manually or locked 
into place. Sturdily con- 
structed of 1 inch boards and 
dimension lumber. 



S-1303 

ELECTRIC PIG BROODER 

This electric brooder is easily 
and quickly made from almost 
any type of lumber. It offers 
good protection by preventing 
chilling or crushing by the 
sow. Light bulb, suspended 
through top, furnishes warmth. 
V high; front width 5'-9"; 
sides 4'. 



5-1323 HOG SHELTER 



Size: 16' x 16' 



This lightweight unit is designed to shelter 
10 dry sows or a larger number of smaller 
pigs. Although planned for year-round 
shelter of sows, this house could also be 
used as a portable pig shelter. In group 
farrowing, these sturdy houses permit 
thorough cleaning and disinfecting to 
prevent disease. 




S-1319 



HOG WALLOW AND SHADE 



Strongly constructed of treated planking, this hog wallow will 
give long service. Mounts on skids for easy portability. Roof 
shade of slatted boards can be omitted if desired. 



S-1305 

ALFALFA FEED RACK FOR HOGS AND SHEEP 



This feeder is convenient 
for the winter alfalfa feed- 
ing so essential to sows and 
shoats. Slats are correctly 
spaced to prevent feed 
waste. This skid-mounted 
rack will feed 30 to 40 sows 
or 130 to 150 shoats. 





S-1316 HOG FEEDER 




This large, 250 bushel 
capacity feeder protects 
hogs while feeding. Wide 
roof over hang offers good 
protection to hogs and 
divider in feed trough 
reduces waste. Slotted 
adjustment controls rate 
of feed. Sturdy plank 
flooring withstands hard 
usage. 




FARROWING CRATE 



A handy dual-purpose 
crate permits sows to be 
easily transported. Pig 
runways are removable 
and nest to form a closed 
crate for transporting 
sows. Crate can be car- 
ried through doorways. 
Constructed of 1* boards, 
this lightweight crate has 
been thoroughly farm 
tested. 
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MATERIAL LISTS 



Item Pes. Size Length 

S-1301B PLATFORM HOG FEEDER 

LUMBER 

Skids. 12 2x4 16'-(T 

Floor 20 2x10 10 '-0" 

Rail 2 2x4 16'-0" 

2 2x4 10'-0 tf 

Studs 10 2x4 4 '-5* 

Cross Ties 5 2x4 5'-0" 

Hopper Girt 2 2x4 9'-4M" 

Ridgeboard 1 2x8 9'-4M" 

Rafters 10 2x4 2'-2^" 

Trough Partition. . 6 2x4 V-4H' 

Trough Sides 2 2x8 9'-4%" 

Trough Ends 2 2x8 4'-9K" 

Cover at end of 

Trough 4 



Hopper Bottom . 
Blocks for Trough 
Sides, . 



Bottom Board, 

Hopper Side . . 
Quarter Round. . 
Hopper Siding . . 
Roof and Door, 
Battens ........ 



HARDWARE 
Machine Bolts . 

Nails 



16 
6 

4# 
3# 



2x4 
1x10 

1x2 
1x2 



l'-O" 
9'-A%' 

9" 



Strap Iron 2 



1x2 9'-4H' 
V 9'-3M" 

1x6 125 FBM 

1" D&M 75 FBM 
1x4 9'-8* 

Vsx4 ff 

y^Aw 

16d Common 
8d Common 

1 Ax2» 



S-1303 ELECTRIC PIG BROODER 

LUMBER 

Back Boards 2 1x12 4'-0" 

Front Top Piece.. . 1 1x4 5 '-8" 
Front Bottom 

Piece 1 1x2 5'-8" 

Top Boards 1" D&M 12 FBM 

HARDWARE 

Galvanized Sheet 

Metal for Cone. . 1 30 Ga. 13"x24" 

Cut to 
radius 



S-1305 ALFALFA FEED RACK 

LUMBER 

Runners 2 2x4 7'-0" 

Joists 2 2x4 2'-8M" 

Sides 2 2x6 6'-3M" 

Studs 4 2x4 3'-0" 

End Brace 2 2x6 2'-8M" 

Beveled Piece 1 2x8 6'-0" 

Slat Supports 2 2x4 5'-8M" 

Nailing Block 4 2x4 , -S 1 A' f 

Ends 8 1x8 3'-0" 

Floor 6 1x6 3'-0" 

Slats 16 1x4 3'-0" 

2 1x4 5'-8M" 



Item Pes. Size Length 

$-1306 30 BUSHEL OPEN TROUGH 
HOG FEEDER 

LUMBER 

Skids 2 2x4 7'-8" 

Floor; 8 2x12 3 '-10" 

Trough Sides 2 2x6 V-iK' 

Studs 8 2x4 3'-3" 

Rafters 8 2x2 l'-0" 

Outside WallBatten 2 2x2 l'-A%" 

2 2x2 7'-8" 

2 2x2 2'-2" 

Bin Partition Bat. . 2 2x2 l'-2" 

End Pieces 2 2x6 3'-10" 

Roof, Walls & Bin 

Partitions 1"D&M 125 FBM 

Bin Spreader 2 1x12 TSH" 

Trough Partitions . 6 1x6 10^" 

Roof Battens 4 1x4 7'-7" 

4 1x4 l'-8" 

Canvas Flashing. . . 1 8x8'-0" 
HARDWARE 

Strap Hinges 2 pr. 4" 

Lag Screws 8 %>x 4 " 

Bolts 8 Vv^AW 

Nails 4# 16d 

3# 8d 



S-1307 30 BUSHEL COVERED TROUGH 
HOG FEEDER 

LUMBER 

Skids 2 2x4 6'-0" 

Floor 6 2x12 4'-0" 

1 2x4 4'-0" 

Trough Sides 2 2x6 6'-0" 

Studs 8 2x4 3'-6" 

Roof Framing 2 2x2 6'-5" 

2 2x2 2'-2* 

Plates 2 2x2 6'-0" 

♦Wall Battens 2 2x4 2'-6K ff 

2 2x4 l'-4M" 

2 2x4 10H " 

Framing for 

Trough Doors ... 8 2x2 1 '-4 " 

Trough Partitions . 4 1x12 10 
Trough Nailing 

Strips 8 1x2 l'-0" 

Bin Side Pieces. ... 2 1x12 6'-0" 

Bin Spreader 2 1x10 6'-0" 

Bin Part. Bat 4 2x2 l'-6" 

Walls Bin Part. 

& Trough Doors 1" D&M 100FBM 

Roof Boards 1 " D&M 20FBM 

fTrough Cant Strips 1 2x2 6'-0" 
HARDWARE 

Rods for Trough Dia. 6'-2 M " 

Doors 2 H" Long 

Pipe Bushings for Dia. 

Trough Doors. . . 32 %" 1" Long 

Roll Roofing 20 Sq. Ft. 

Nails 3# 16d 

2$ ( 8d 

* Beveled as shown in detail. 

t Ripped diagonally, see detail. 



S-1308 100 BUSHEL HOG FEEDER 

LUMBER 



Item Pes. 
S-1308 (Continued) 

Trough Sides 2 

Bin Studs 10 

Corner Studs ..... 4 

Rafters 8 

Plates 2 

Ridge.. 1 

Cross Ties 3 

End Wall Girts ... 2 
Bin Wall Girts 

(Btw. Rafters) 4 

2 

Bin Wall Girts 2 

Trough Braces .... 10 
Roof Door & Bin 

Walls 

End Walls 

Door Battens ..... 6 

Spreader 2 

Quarter Round 

Hinge Blocks 6 

Corner Blocks .... 4 
4 

Trough Corner 

Guards 2 

Canvas Flashing. . . 1 
HARDWARE 

Nails 5# 

4# 

2# 

Strap Iron Anchors 4 
Lag Screws 16 



Size 

2x8 
2x4 
2x6 
2x4 
2x4 
2x4 
1x4 
2x4 

2x4 
2x4 
2x4 
2x4 



Lena|^fek 

9'-6l^ 

4'-3^" 

3'-0" 

5'-6^* 

9 , -6H" 

9'-6M ff 

5'-ir 

10 '-0" 
2'-4H" 

r-o^r 



1" D&M 240 FBM 
1" D&M 105 FBM 
1x4 2 '-!» 

1x8 9'-6H* 
1* 20 Lin. Ft 
1x4 8* 
2x2 2'-4* 
2x2 l'-6* 

2x12 l'-O" 
Cut Diagonally 
8" Wide 12'-0* 

8d 
16d 
6d 

1^x^x9" 
KxlK" 



$-1312 100 BU. HOG FEEDER 

LUMBER 
Skids 



Studs (Side Wall).. 
Studs (Corner) .... 

Rafters 

Plates 

Ridge 

End Wall Battens 

(Top) 

*End Wall Battens 

(Bottom) 

Side Wall Battens 

(Bottom) 

*Trough Side Pieces 
fTrough End Pieces 
Framing for 

Trough Doors. 
Framing for 



Skids 


4 


4x4 


10 '-0' 




4 


2x4 


lO'-O" 


Floor 


14 


2x8 


10 '-0" 




1 


2x10 


lO'-O" 



Cross Ties (At 

Side Wall Studs) 
Trough Stop Bds. . 



Door & Roof 



Side & End Walls 
And Roof 

HARDWARE 

Hinges 

Rods for Trough 

Doors 

Pipe Bushings for 

Trough Doors. . 



♦Beveled. See detail. tSee Detail. 



3 


2x4 


8' -cm 


8 


2x12 




1 


2x8 


5'-0" 


6 


2x4 


A'-l" 


4 


2x4 


h'-A" 


10 


2x2 


2 '-9" 


2 


2x4 


8'-0* 


1 


2x4 


8'-0* 


2 


2x4 


S'-SH" 


2 


2x4 


3'-3M* 


2 


2x4 


8MT 


2 


2x6 


8'-0" 


4 


2x12 


10M* 


10 


2x2 


V-2Ht 


5 


2x2 


l'-2" 


5 


2x2 


l'-3^" 


3 


1x4 


3'-3^ y 


2 


1x12 


8'-0 ff 


2 


1x12 


8'-0 ff 


2 


1x6 


8'-0" 


16 


1x12 


l'-3 ff 


32 


1x8 


l'-0" 


4 


1x4 


8'-0 ff 


1 


1x4 


12'-0" 




V D&M 196 FBM 


3Pr. 


A" Strap 






Dia. 




2 


l A" 


%'-AW 




Dia. 




42 


H " 


v m 


6# 


16d 




5# 


8d 




It 


4d 





MATERIAL LISTS 



Pes. 

Pr313 HOG SHELTER 

LUMBER 

Skids (Treated) ... 4 

Posts 8 

Rafter Support . ... 2 

End Wall Girt 2 

Rafters 14 

Skid Ties 4 

Braces . 16 

4 

Collar Ties 5 

Roof Sheathing . . . R/L 

Ext. Plywood 2 

Rake Trim 4 

Ridge Boards 4 

Wood Shingles 

HARDWARE 
Framing Anchors. . 16 

Bolts 4 

Nails 2# 

If 
5# 



Size Length Item 



Pes. Size 



Length 



2x4 18'-0" 

4x4 4'-3K" 

2x6 18 '-0" 

2x6 7'-8%" 

2x4 6'-0* 

2x4 8'-0" 

2x6 2 '-3" 

2x6 6'-(T 

1x6 4'-0" 

1x6 180 fbm 
H"x3'-0"x8'-0" 

1x3 6'-o" 

1x4 lO'-O" 
2M sqs. 



H"dia.x8" 
8d Common 

16d Common 
3d Shingle 



S-1314 200-BU. HOG FEEDER 

LUMBER 

Skids (Treated) ... 4 4x4 12'-0" 

Floor 12 2x12 lO'-O" 

1 2x6 10'-0 ff 

Trough Sides 2 2x6 12'-0" 

Trough Blocks 8 2x6 0^4^" 

Bin Studs 8 2x4 4'-0" 

flb, 4 2x4 V-1%" 

M 6 2x3 l'-W 

■T Plates 4 2x4 12'-0" 

End Wall Studs. . . 4 2x4 7'-0" 

4 2x4 3 '-9" 

Cross Ties 2 2x4 7 '-9" 

Door Frame 4 2x4 2'-0" 

Rilco Rafters 8 Half Arches Type 15 

Rafter Purlins. ... 2 2x6 11 '-9" 

End Walls 150 fbm 1x6 D.S. R/L 

Roof Boards 250 fbm 1x4 D&M R/L 

Bin Walls 45 1x4 D&M lO'-O* 

2 1x12 12'-0" 
Bin Wall Blocks. . . 6 2x4 4'-0" 
Adjustable Gate. . . 6 1x10 3 '-10" 
Adj. Gate Blocks. . 12 1x3 I'-W 

Door Battens 4 1x3 l'-ll* 

Door Trim 2 1x3 lO'-O" 

Ridge Boards 2 1x4 12'-0" 

Spreader 2 1x8 12'-0" 

Shingles 2 sqs. 

HARDWARE 

Hinges 2Pr. 4" T 

Rilco Angles 

with bolts 8 

Strap Iron 

Separators 12 

Bolts, Wing Nuts 

& Washers 12 H'dia. x2H' 

Bolts & Washers . . 12 V% 9 dia. x2K" 

Nails 3# 8d Common 

5# 16d Common 

4# 3d Shingle 



315 FARROWING CRATE 

Its 

es 



8 


2x4 


3 '-2". 


8 


1x6 


8'-0" 


4 


2x6 


8'-0" 


2 


2x4 


2'-0" 


1 


2x4 


6'-5* 



S-1315 (Continued) 

Removable Stop. . . 



2 


2x4 


3'-0" 


3 


1x10 


8'-0" 


2 


1x10 


I'-O" 


1 


1x10 


2'-0" 



S-1316 250-BUSHEL HOG FEEDER 

LUMBER 
Skids (Pressure 

Treated) 4 4x6 18'-0* 

Floor (Pressure 

Treated) 20 2x10 lO'-O" 

Corner Studs 4 2x6 6'-0" 

Rafters 18 2x4 8'-0" 

Ridgeboard 1 2x4 16'-0" 

Trough Studs 1 2x4 12'-0" 

Trough Studs 1 2x3 lO'-O" 

Trough Rail 2 2x6 16'-0" 

Hopper Plate 2 2x4 16'-0" 

Hopper Studs 18 2x4 6'-0" 

Beam 2 2x4 16'-0" 

End Wall Tie 2 2x4 10 '-0" 

Fill Door Headers . 1 2x4 8'-0" 

Cant Strips 1 2x4 16'-0" 

1 2x4 8'-0" 

Rafter Ties 7 1x4 8'-0" 

Wall & Roof 

Covering-CM&EM 1x6 450 FBM 
Battens & Hinge 

Strips 3 1x6 16'-0" 

2 1x6 lO'-O" 

Spreader 2 1x8 16'-0" 

Throat..... 4 1x10 16'-0" 

Hopper Lining — 

Ext. Plywood. . . 6 K* 4'x8'-0" 

Eave 2 2x4 16'-0" 

Blocking at Throat 2 . 1x2 12'-0" 

HARDWARE 

Bolts & Wing Nuts 16 H "x2" 

SteelStrap Dividers 14 K"xl3^"xl2" 

Flashing 26 G.I. . . 8"xl6'-0" 

Hinges. . . 5" Tee 5 Pair 

Nails 5# 8d Common 

7# 16d Common 

8# 7d Galv. Box 



S-1317 PORTABLE FARROWING CRATE 

LUMBER 

Skids 2 2x4 8'-0 " 

Posts 4 2x4 3'-2" 

Runway Frame. . . 8 2x2 0'-9" 

Floor 11 1x8 2'-4M" 

Sides 2 1x8 8'-0" 

2 1x8 5'-9" 

2 1x10 5'-9* 

Gate. 2 1x4 2'-0" 

2 1x2 0'-7" 

Glides 3 1x2 l'-8" 

Ends 1 1x3 2'-3^* 

3 1x8 2'-3M" 
1 1x10 2'-3^" 

Top Slats 10 1x4 2'-13^" 

1 1x4 2'-3M" 

Cleats 2 1x4 2'-0" 

Pig Runways 2 1x10 6'-10" 

2 1x12 6'-10" 

4 1x10 2 f -2X" 
2 lxl l'-3" 



Item Pes. 

S-1317 (Continued) 

Blocking 6 

HARDWARE 

Nails If 

5# 
4# 

2" Hook & Eye. . . . 2 



Size Length 



1x2 



0'-4" 



16d Common 
8d Common 
7d Galv. Box 



S-1318 PIG SORTING GATE 

LUMBER 

Corner Posts 3 2x4 S'-O" 

Frame 3 1x6 3'-0" 

3 1x4 3'~0" 
Gates 3 1x4 2 '-2" 

4 1x4 2 '-3" 
4 1x4 2'-4" 

1 1x4 3 '-6" 

2 1x4 3'-0" 

HARDWARE 

Strap Hinges 4 3" 

Barrel Bolt 1 



S-1319 HOG WALLOW & SHADE 

LUMBER 
Skids (Pressure 

Treated) 2 4x4 14 '-0" 

Floor (CM) (Pres- 1 2x6 8'-0 ff 

sure Treated) ... 29 2x6 6'-0" 

Sides (Pressure 2 2x8 12'-0* 

Treated) 2 2x8 7'-0" 

Brace (Pressure 

Treated) 2 2x10 l'-O" 

Posts (Pressure 

Treated) 2 4x4 lO'-O* 

Beam 2 2x6 12'-0" 

Rafters 4 2x4 12'-0" 

Braces 3 1x6 lO'-O" 

Roof 21 1x6 16'-0" 

Roof Trim 2 1x3 12'-0" 

HARDWARE 

Bolts, Machine 8 5 A" 6" 

Nails 20# 16d Common 

5# 8d Common 
If 7d Coated Box 



S-1323 GABLE ROOF HOG SHELTER 

LUMBER 

Skids 2 4x6 16 '-0" 

Sill Plates 1 2x4 16'-0" 

Studs, Side 18 2x4 4'-0" 

Studs, End. ..... . 3 2x4 8'-0" 

Studs, End 4 2x4 6'-0" 

Rafters 18 2x4 lO'-O" 

Heel Plate 2 2x4 16'-0" 

Top Brace 1 1x4 6'-0" 

Side Brace... 2 1x4 6'-0" 

Ridge Ties 9 1x4 l'-6* 

Gussets 17 1x6 4'-0" 

Diagonal Bracing. . 4 1x4 8'-0" 

Dropsiding 1x6 285 FBM 

Trim 2 1x4 lO'-O" 

6 1x4 4'-0" 

Ridge Trim 2 1x4 16 '-0" 

Roof Covering 

Vs " Plywood. ... 10 4'x8' 

MISCELLANEOUS 

Asphalt Roofing. . .30' 4" wide 

HARDWARE 

Nails 10 1 16d Common 

30# 8d Common 



Build Better with . . . 



4-SQUARE 

LUMBER AND PLYWOOD 



KILN-DRIED LUMBER PRODUCTS 
INCLUDING .... 

BOARDS & DIMENSION 
PANELING & FINISH 
SIDING & FLOORINGS 
CEILING & MOULDINGS 



PLYWOOD PRODUCTS FOR 



EXTERIOR USES 

• Sidings 

• Roofs 

• And other 
Farm Buildings 



INTERIOR USES 

• Cabinets & Bui It-ins 

• Ceilings 

• Wall finishes 

• Sheathing & Sub-floors 



A 



Weyerhaeuser 

4-SQUARE 



LUMBER 
AND 

PLYWOOD 



